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TAGS: ASEC 

SUBJECT: ALARM INSTALLATION. MANILA 
REF: (A) STATE 262161 (B) HONG KONG 13205 

1. EXACT DELINEATION OF EQUIPMENT NEEDED FROM DEPT. WILL NEED 
AWAIT SURVEY BY OIC, REF B. HOWEVER. RTC WITHOUT MOUNTING 
BRACKETS AND WOULD ESTIMATE THE NEED FOR FOUR (4) MTB 10 AND 
TWO (2) MTB-1; ADVISE ABILITY OF DEPT TO SUPPLY SOONEST. IN 
ADDITION, PARTS FOR POWER SUPPLIES TO RUN SIX (6) BRUTE 

LOCKS WOULD APPEAR TO BE NEEDED (OR POWER SUPPLIES FABRICATED 
PRIOR TO TEAMS DEPARTURE AND HAND CARRIED) FOR 1 10 VOLT 60 HZ SYSTEM. 

2. STILL UNABLE TO DISCOVER LOCATION OF CCTV CAMERAS, REF B. IF 
NEED BE. COULD YOU SUPPLY FOUR (4) CAMERAS WITH THREE (3) SYSTEMS 
BEING FULL D/N SYSTEMS? 
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